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9/16/69 


Dear Dick, 


Sorry It her taken me more then a month to do what you naked with 
the three hulls. As I wrote you, I have no cleaning rod and, as you know, 
empties have hung in my rifle. I could not find an inexpensive rod that will 
fit in this ares, so, efter I cleaned up ti.e writing end found large enough 
pliers, I cut a heavy wire cost ras hanger to &6e inseed. 

Several things surprised me. Before I get into them let me tell you 
that x have numbered the hull with red, felt -tipped pens, but because I believe 
they will not shov; and do not wsnt to m^ke scratches, * havt wraped each hull 
separately, with one, two or threr red marks on each Kleenex. 

I an not certain the shells got marked enough. There may be none on 
the third, I cannot be sure. I know the first did and there is, 1 am reesonobly 
confident, a small spot on the second. 

Well, the first, the bolt didn't went to close. I had to hit it several 

times, hard, tilth the plam of the hand to get it to close. Then, as I f d expected, 

and as you did, it did not eject. Nor puld 1 push it out with tne rod. They I did 
what I didn't want to, I lifted end plunged with the rod, herder and herder, to no 

avail. 1 had given up, it was so firmly bound. They I tLough’I f d try a hsnner. After 

several hard reps, the shell finally ceme out. 




o. Z let the bolt close without difficulty. I pulled beck on the bolt 

90 degree angld- and it went only 


hard end to my surprise, the shell ejected, at a 
* fbout three feet, which also surprised me. I was 
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the egah rag. It may have 
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in the livingroom, so it fell on 


'Jimu 


d up some lint. I was sitting down. 


3 repeated a o; 8, In every way, Including the surprise. 
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* presume you blackened the ends so marks would show. My conclusion from 
thi g is that, without blowback, there would be little or no marking, in my rifle, 
from dry runs. I would also deduce that, if the bullet had been removed r*nd the cap 
^.eft intact, there might still be no marking save, possibly, on the primer cap. But 
I cannot imagine why, at that early date, Frazier would have done such a thing. 
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If thi teat was not Adequate, of course, I f ll be glad to reneot it. 


However, tnere seems to be enough. apace so thet the shells will not mark eeeily, 
irprised thet the b<blt didn f t went to close on No. 1. 


at all. I was also surprised 
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Sincerely, 


HeroJ.d Weiaberg 
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